Schuman , Amy 

Snyder, Ashley 

Thursday, February 21, 2019 8:39 AM 
Schuman, Amy; Menchaca, Clarissa 
FW: Upcoming PG&E Electric System Safety Inspections 


From: 

Sent: 

To: 

Subject: 


BOS Correspondence 


Ashley N. Snyder 
Assistant Clerk of the Board 

Butte County Administration 

25 County Center Drive. Suite 200, Qroville, CA 95965 
T: 530.552.3307 | F: 530.538.7120 

Twitter | Face book | YouTube | Pinterest 


From: McCracken, Shari <SMcCracken@buttecounty.net> 

Sent: Wednesday, February 20, 2019 5:07 PM 
To: BOS<BOS@buttecounty.net> 

Cc: Clerk of the Board <clerkoftheboard@buttecounty.net> 
Subject: FW: Upcoming PG&E Electric System Safety Inspections 

FYI - not sure if you all received a message from Dan Blair, too. 

Shari 


SItxi/m. 0l^c(Btac^n. 


Chief Administrative Officer 
Butte County Administration 

25 County Center Drive, Suite 200, Qroville. CA 95965 
T: 530.552.3305 M; 530.990.5029 

***Please note this is a new phone number and update your records accordingly*** 


Twitter | Facebook | YouTube | Pinterest 

From: Blair, Dan < D7 BD(q) pge.com > 

Sent: Wednesday, February 20, 2019 1:14 PM 

To: McCracken, Shari < SMcCracken(5)buttecountv.net > 

Subject: Upcoming PG&E Electric System Safety Inspections 

Hi Shari, 

As part of our enhanced wildfire safety efforts, PG&E is conducting accelerated safety inspections of electric infrastructure 
in areas at higher risk of wildfire, including in your community. This work is in addition to our routine inspections and 
maintenance programs. 


i 



We have already begun inspections of transmission towers and poles, and crews will be in your community soon to 
conduct inspections of distribution poles and substations, starting as early as the end of February. 

Substations are facilities that deliver electric service between the transmission and distribution systems. During 
inspections, we are evaluating electrical equipment and facilities as well as assessing the area around the substation to 
ensure there is a safe distance between trees and/or vegetation and critical infrastructure. 

If any permits are needed for this inspection or maintenance work, we will reach out to your Public Works staff to discuss 
and coordinate. This work is being done as part of our Community Wildfire Safety Program, as an additional precautionary 
measure following the 2017 and 2018 wildfires to further reduce the risk of wildfire. 

If residents of your community have any questions about the upcoming inspections, please encourage them to call us at 
1-800-743-5000 or email us at wildfiresafetv@pge.com . Thank you for your coordination and shared commitment to public 
safety. 

Dan Blair 

PG&E | Public Affairs 
(530) 592-5004 
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